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Descriptive Note: 

Not Applicable. 


Direction to issue a label has not been given. 


SUMMARY OF THE REASONS FOR DECISION: 

The video recording entitled Orgy at the Poysinberry Bar/The Outrageous Nurse is 
classified as: 

Objectionable. 


Orgy at the Poysinberry Bar/The Outrageous Nurse contains two features of explicit 
sexual activity with a particular focus on transgender persons. In the second feature 
The Outrageous Nurse a woman is seen receiving medical treatment from a 
transgender nurse and later the woman's male partner is also involved. The woman is 
strongly degraded and exploited by the use of medical instruments in a sexual 
manner. She is also degraded by the acts of fellatio and vaginal intercourse with the 
man and nurse that require the woman to be in awkward and uncomfortable positions. 
The use of derogatory and offensive language toward the woman increases the impact 
of the degrading sexual conduct. 

The New Zealand Bill of Rights Act 1990 (NZBR Act) has been considered and si 4 of 
the NZBR Act applies. The use of medical instruments in a sexualised manner with 
the use of a speculum in the woman's vagina, combined with the sexual conduct, 
degrades the woman to such an extent that the publication in its present state is 
considered to be objectionable. One excision of the complete feature The Outrageous 
Nurse was offered, but was not agreed to by the owner of the publication (excision 
notice lapsed). The publication Orgy at the Poysinberry Bar/The Outrageous Nurse is 
therefore objectionable. 
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